

Reg. No. (osl. (r)cnj(3 
KL/TV(N)/12/12-14 


Government of Kerala 

cgdft>©g aro(3d96)oc3 

2012 



KERALA GAZETTE 

(/)(n)oo 


PUBLISHED BY AUTHORITY 


(m^ujlca>3CDlca>(a3CQ)1 Lf^(Tu1f3JUS>fysj(mt«jcnr)«D 




12th June 2012 


VoL LVII 

Thiruvananthapuram, Tuesday 

2012 12 

No. 

ojoejj^o 57 

(oflojojcnotDoJjoo, 6)nJoqj 

22nd Jyaishta 1934 

(Dcnj(3 

i 


1934 GS^oadOo 22 

) 


PART IV 

Private Advertisements and Miscellaneous 

Notifications 


DEPARTMENT OF INDIGENOUS MEDIONE 

SHORT TENDER NOTICES 

( 1 ) 

No. C/1811/12/AVCH. 22nd May 2012. 

Sealed eompetitive tenders are invited for the 
Providing false ceiling and aluminium partition to the 
Superintendent and Lay Secretary’s room at Government 
Ayurveda College Hospital, Thiruvananthapuram. 

Estimate Cost— ' 2,00,000. 

1. Supplying and fixing false ceiling wring with 
aluminium power coated ‘L’ angle of size 
2540 X 25.40 xl.lO mm. for allround frame and 
25 X 25 X1.27 mm.T section for intermediate 
joints and providing anodized aluminium square 
tube of size 24 x 24 xl,20 mm. at 60 cm c/c 
hanging with GI wire and fixed with 7.50 mm. thick 
PVC panel board with steel screws to the frames in 
correct line and level including all cost up materials, 
labour charge etc. and hire and labour for scaffolding 
etc. complete. 

2. Supplying fabricating and fixing aluminium powder 
coated partition wring section of size 9246 for 
bottom horizontal frame and 9238 for allround 
frames vertical and horizontal except bottom frame 


and 9237 for intermediate frames verticals and 
horizontals and providing 12 mm thick pre 
laminated sheet for bottom, middle, top panels fixed 
with glazed clip up size 4682 on both side including 
L angle at corners and steel screws and all cost up 
materials labour charges etc. complete. 

Tenders should be superscribed “Providing false 
ceiling and aluminium partition to the Superintendent and 
Lay Secretary’s room” addressed to be Superintendent, 
Government Ayurveda College Hospital, 
Thiruvananthapuram. The last date of the receipt of 
tenders will be at 3 p. m. on 7-7-2012. The late tenders 
will not be accepted. The tenders will be opened at 
3.30 p.m. on 7-7-2012 in the presence of such of the 
tenderers or their authorized representatives who may be 
present at that time. 

Intending tenderers may on application to the 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
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of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of ' 416 
(Cost of tender form ' 400 VAT '16) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale of 
tender forms will be closed at 1 p.m. on 7-7-2012. Cheques, 
postal orders etc. will not be accepted towards the cost 
of forms. Those who wish to purchase tender forms by 
post shall send an additional amount of ' 50 by money 
order to cover postal charges. Duplicate tender forms, if 
required will be issued at ' 208 (Cost of tender form 

200 VAT ' 8) per copy. 

Intending tenderers should deposit an amount of 
1% of total cost quoted rate as Earnest Money Deposit 
by Demand Draft in favour of the Superintendent, 
Government Ayurveda College Hospital, 
Thiruvananthapuram together with an agreement in 

Kerala Stamp Paper worth ' 100. The rate quoted 
shall remain firm for one year from the date of acceptance 
of the tender. The Superintendent, Government Ayurveda 
College Hospital, Thiruvananthapuram will have powers to 
postpone/cancel the tender without stating any reason. 

carlffljojcnamojjfflo cncusnSsao^'' Ocftoegs 

raidjcrajnJLcwl crujLrusnelsxT^cffijo gej ncruLcftgoIccsjGscnjjo cej^osruIcnjcSjaS 
(3i3g<93jg(jj6rr)1tft)C/3 S)iij(i»an ODOjIcfcffllceffljcrncmlcn 
(UffliasS cnlcnDjo o^r^ocrujcajaS cSiiieml^jfflcaoggjanDj. 

rarasaoS ciDjcft) ' 2 , 00 , 000 . 

630000 3(3<^0(n)jca)gjo OTilojcuoDomnjjoo ratajcmjcSecuG 
OcfeocigK c3re)aajcij(.o)1 crujLnJsneloci^ emraSojI ejoamortnloS 
Lojosn^cfeo cft)(uo 1 ej 0 c 86)1 crulraS 6)iijc!ffl(ro 7 - 7-2012 g.^cQ)ces)jecon3do 
3 fflemlcufflo c9S)0 (Uj cm (5)0 6rr). cars cm j (5)6) cm 

g^cmtsojoconiio 3.30 fflsmIcOffl flcS'^ocrujcOicd cntoaocnjcmosmo 
(5)jOcS6)2cm(5)0<i»1ffl1c96)jo. QffloocOTOoj cOjOosmojoaoejjo acS'^ocru 
(SoO00631303 O6)<93mogo 6)iij<^oa3 nJOs1mo(3i5)(5)o<93jcm2. GtS'^ocri) 
(Snn0O63I3gJ6)S OllejrUCn 7-7-2012 g^(ffic06) 1 216m1 (!»cOS) 
(3i3(iicn)ocn1c06)2(m(5)O6rn. (SoOooeBBoS (oiciJocoS 2i0(3(^o rai^ioios^ 
ajggoi^ f3^<^0(m (SnO00(515)16)0^ (lllej(S(!C»ce6)Oo3 ' 50 c93jsj(5)(53 
216ml630^CU)(3 (315)02)1 (31d02) Cffl (Sc96) 6ne (OlOtfliJODJ. a(3<^OCn)1(53 
(50611 6)(jj SI (515)102)1 Ol <96)2012 011 £1 0)1 O ce6)J <9>o3 fl ^ 0 01) 
01iQlO6)(TjS2(515)1 CncoScftiJOO) (5)1a2)C5)1 21J(5)(58 6302 (116)002)239 

cfti0&J02)g(ll1CBeic96) 

a^'^001)l6)0g (Ulei ' 416. (CU)2,2t2;jT®'flS)9 CBa£00(515)l6)0^ 

oilei ' 208 ). 

G^'^OOTJ CBa£l0O(515)1CBCD06)S0ijJo O1)0U)Cr)63I3g26)S 
0210(515)0 (1 j 1&J02)2OS 1% (902 U3®2210CDo) 011 0(5) (.3 OJ^j) (515)102 
(5)102(UC1205)rLJ20o (315)02)2^(5013 CBcOjOCBgK (315)C02oJL((5)1 01)2LoJ6rBl6)0^ 
(SrLjOl(53 0052(515) (.CUX2odg2o ' 100-6)0g CScfeOg 01)o(TU£10Cr) 212L3o_L(5)(315)l(53 
(I O 6116) oj 5 2 (515)102) 6302 nffl(.U)16)210g2o oOOSOOCBc9S)6n§C5)0 6n2. 
0062(5)002 6 )S 6 neo 2 o <ft> 0 O 6 mo ce3O6m1c06)O6)(5) criloocSiOlcSoocBcno 
210g1 0102yc96)0(l020 ggg (313CUl<ft>OOo C5)102(110203)oJ20o 

(315)02)2(3(5013 (Scft)0(5gK (315) (02^31(5)1 01)2LtU6ne1(53 02lc9ill1oJ(5) 

2ioo2)1o1ces)2o. 

( 2 ) 

No. C/1821/12/AVCH. 22nd May 2012. 

Sealed competitive tenders are invited for the 
Modification of OP Hall at Government Ayurveda College 
Hospital, Thiruvananthapuram. 

1. Scraping and cleaning old painted surface with 
sandpaper etc. 

2. Labour engaged for shifting the furniture and 
cleaning. 


3. White washing one coat to the ceiling, beam etc. 
after dusting and cleaning. 

4. Painting with water based primer to the scraped area 
after cleaning the surface. 

5. Painting two coat with ready mixed plastic emulsion 
paint approved quality on walls after cleaning the 
surface. 

6. Patch plastering with cement mortar 1:3 for 
unmeasurable patch plastering. 

Tenders should be superscribed “Modification of OP 
Hall” addressed to the Superintendent, Government 
Ayurveda College Hospital, Thiruvananthapuram. The last 
date of the receipt of tenders will be at 3 p.m. on 7-7-2012. 
The late tenders will not be accepted. The tenders will be 
opened at 3.30 p.m. on 7-7-2012 in the presence of such 
of the tenderers or their authorized representatives who 
may be present at that time. 

Intending tenderers may on application to the 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of ' 416 
(Cost of tender form ' 400, VAT '16) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale of 
tender forms will be closed at 1 p.m. on 7-7-2012. Cheques, 
postal orders etc. will not be accepted towards the cost of 
forms. Those who wish to purchase tender forms by post 
shall send an additional amount of ' 50 by money order 
to cover postal charges. Duplicate tender forms, if 
required will be issued at ' 208 (Cost of tender form 

200, VAT ' 8) per copy. 

Intending tenderers should deposit an amount of 
1 % of the cost quoted rate as Earnest Money Deposit 
by Demand Draft in favour of the Superintendent, 
Government Ayurveda College Hospital, 
Thiruvananthapuram together with an agreement in 
Kerala Stamp Paper worth ' 100. The rate quoted shall 
remain firm for one year from the date of acceptance of 
the tender. The Superintendent, Government Ayurveda 
College Hospital, Thiruvananthapuram will have powers to 
postpone/cancel the tender, without stating any reason. 

(5)1(a2(11(T2(15)nJ2®0 020161136)21(1^' (315) (12)2(3 (5 ( 11 3 (S<930(5gK 
(315)Oa2nJ(.(!S)1(12)l6)&1 63. rUl Ol1eO(/)o (.n-l(11(3(313)1 <96)2012 dOOoS 
(3iagcft>2g<jJ6m1<ft)03 6)iiJ(I2)(!S) n2(ll1<ft)Olc96)2(n2(5)1a2 (5)0(58rU(5 V21)99 
0101(53 02101220 212L301^ 3(3oei001)2<ft)(/3 <9AI6112lii-|ia<ft.099}OD]. 
(313S®){33 (5)2<ft) ' 1,00,000. 

630(500 3^oej001)2o (5)l02 Ol 02 05) nJ20o (315)02)2^(5013 
(B<9,0(5gs (315)052 oJL(!S)1 01)2(.nJ 611Sl0O^ (521(53011 £10 01) (51521 (53 
(.nJ(B(5)2)cft)0 <9>010l£10<96)1 01)1(53 ffliiJ(I2)(52 7 - 7 - 2012 g.^0»<9a 3 
2l6m1O100 01)21^ijj1<96)0012(112(5)06112. (3150122(5)0012 g^(ac902(5O5oilo 
3 216m1<90 3(3 o£ 1001)2<9,03 O2lo2)21OO22O1)06mo (5)2O<902O12(5)O(I2)l0l<902o. 
02)00(5)002 <S>0®S11201050£12o 3(3oei0(n) ci£0O63I3o 3 00cft)2iogo 
0iij(goo3 nJ0Slm0(515)(5)0<fti2O122. O^oejoonS ti£OO6313g20S OilmnJO) 
7-7-2012 g^O»c96) 1 216112l<96) (31301 (TUO 02l <902 012 (5)0 6112 . 

ti£0O6313o3 (5 )ciJ0(53 2iO(3<jOo (315)0103 212 gg (11^ 3(3<^0O1) 
ti£OO(515)l0Og Oil£1(5O2)<90Oo3 ' 50 <ft)2S2(5){53 2151121 630(3CU)^ (315)02)1 
(313O2)O2)(5 c90611§(5)O<9j2O122. 3^'^001)1(58 (B06110(tJS2(515)1o 2)101<902O12 
OilOl O2l0<902<ft)O3 3^<^002J O11Dl0O(jjS2(315)1 02{53<ft)2012 (5)l02)(5)1 


Ill 


ajcwcnS aoj cu^niio (UDOOTjgg cft>oejCQ)g(u1cBejc9a (.njosruej^ 
aj 6 TTeo(i» 1 ffl 1 c 06 )jaT)«r)O 6 rD. siraj fl^i^ocru eonooRsrtnlDng nilej 
416 (ru}_!)2(^1cBc6S)g tiDOORStmlaa^ ailej ' 208 ). fl(3<^ocru2cft)a8 
aruffl(3(jj1ces)2cm c9>(uo1cnj njjororai G^osjcacBcuB CcaoegK 

rarajcrajciJLcnlcffileiej OP Hall-ao^ (3Tagcft)2g(jjsm1<ft)a8 cruosnjcnjol^ 
B(3<^0(TU ng)CrD n^>PJ(m1CQ>1ffl1ceS)6TDo. 

njjffllcjjl^ a^riejocru oiiooisroilecnoeisocjjo cruocjDonsaBgjns 
6)fflO(3T!5)o (ljlejCD)J6)S 1% (SOJ oatOTmOCDo) Cn1fflra)(.B(U_!|«5Ti5)1cn 
tmlrajdjcncnnojjfflo cmajOsjcScBruB CBoBioegra rarajoajrut.®)! crujLnJsnelsKi^ 

GrUffllraS r4)SJ(m?5) LCUDOtiDOJo ' 100-6)0^ GcSjfflg (TUoCni£10(D ajL^rUL®) 
(iSTinIroa e(asu6)(jjsj(!5T3)1(S3) eiraj n^icnlfflangjo cinosoocstBasnecmoern. 
ci^6)8no0j Dseneojo oSjoasmo taoemlcssiofflra) cn1fflo<93ffl1ce6)oecr)o 
aoginjasceaoccno ggg raraailcajOfflo tmlffljnjODaainjjrao ratajOffij^csruB 
CBcfljOCBgK (aTdjaajrULCinl crujLnjenelRsS crilcMllnjraiaocrsIffllcesijo. 

Office of the Superintendent, 

Government Ayurveda College (Sd.) 

Hospital, Thiruvananthapuram. Superintendent. 


